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In correcting for the effect of a small variation of temperature, I have allowed only for the variations of the Clark, assuming that of the Daniell to be insensible.
P.S.—May, 1886.—I have lately had the opportunity of comparing with mine five cells set up by Dr A. Muirhead, who has had great experience in these matters. All five agreed with my No. 1 to about one part in ten thousand. Dr Muirhead informs me that other cells, including one prepared by himself seven or eight years ago, agree closely with these.
[1900.    Further remarks upon the Clark cell, with reference to a paper by Prof. Carhart, will be found in the Electrician for Jan. 24, 1890.]e solutions of Raoult's pattern. As a mean at 16° C.,
